To:  Myers,  Craig[Myers. Craig@epa.gov] 

Cc:  Faulk,  Libby[Faulk. Libby@epa.gov] 

From:  Peterson,  Cynthia 

Sent:  Tue  8/11/2015  2:04:45  AM 

Subject:  fish  ponds  need  oxygen  meter,  and  dean  water.  Report  of  dead  fish 


Hi,  Craig. 


I just  spoke  with  a gentlemen  that  has  7 fish  ponds  on  his  property.  Two  have  been 
contaminated,  and  in  the  rest,  he  has  been  moving  water  from  one  pond  to  another  to  keep  them 
aerated.  He  said  he  needs  an  oxygen  meter  and  some  clean  water  for  his  ponds.  Dan  Wall  said 
that  you  had  provided  a generator  to  another  location,  and  perhaps  that  would  be  appropriate 
here,  too. 


In  addition,  he  reported  that  he  had  seen  at  least  10-12  dead  fish  in  the  Animas  Consolidated 
Canal. 


Please  let  me  know  if  you  can  assist  him  or  direct  me  to  the  correct  person. 

Thanks! 

Cynthia 

Cynthia  Peterson 

Community  Involvement  Coordinator 
Public  Affairs  and  Community  Involvement 
U.S.  Environmental  Protection  Agency,  Region  VIII 
1595  Wynkoop  St.  (80C-PAI) 

Denver,  CO  80202-1129 
303-312-6879  - direct  dial 
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